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SECRET 

PAGE 01 LONDON 09631 190946Z 
ACTION SY-05 

INFO OCT-OI ISO-00 SYE-00 /006 W 

124085 191014Z/17 

PR 190936Z JUN78 
EM AMEMBASSY LONDON 
TO SECSTATE WASHDC PRIORITY 7270 
INFO AMCONSUL FRANKFURT 

SECRET LONDON 0963 1 

SY CHANNEL 

WASH FRO A/SY/OPS/T, FRANKFURT FOR RSS, RTC 

EO 11652: XGDS-2 
TAGS: ASEC 

SUBJ: POSSIBLE TECHNICAL PENETRATION 

REES: A. STATE 153818 B. LONDON 9566 


Message Text 


1. EOLLOWS INEO REOUESTED PARA 3 REF A. WALKING 
RECEPTION TESTS MADE WITH POCKET TRANSISTOR RADIO, SANYO 
MODEL RP 5210, BELONGING TO GENERAL SERVICES SECTION. 

DOES DEPT DESIRE THIS RADIO FOR SENSITIVITY MEASUREMENTS? 

2. ACTUAL TRANSMITTING FREQ DETERMINED DURINQ TESTS TO 
BE ABOUT 760 KHZ VICE 1405 KH2 CITED PARA 10 REF B. 


3. VOICE AND 1500 H2 TONE RECEIVABLE ON SIDEWALK, RIQHT 
FRONT CORNER, (LOOKINQ AT EMBASSY MAIN ENTRANCE), 
ROUGHLY 10 DB ABOVE NOISE, AND IW DRIVEWAY BEHIND BLDQ 
AT ABOUT 15 DB ABOVE NOISE. 


4. SIGNAL LOUD AND CLEAR, FREE SPACE, THROUGHOUT MOST 
ALL OF THREE, BELOW GROUND FLOORS OF EMBASSY. 

5. SIGNAL LOUD AND CLEAR ON MOST UPPER ELOORS, VARIOUS 
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LOCATIONS, BY LOOSELY COUPLING OFFICE MACHINE OOWER 
CORDS AROUND RECEIVER CASE. 


6. SIGNAL ALSO LOUD AND CLEAR, FREE SPACE, IN ERAME 
ROOM OF US NAVY BLDG, APPROXIMATELY 100 YARDS DISTANT, 
DIAGONALLY ACROSS STREET INTERSECTION. 
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7. SIGNAL NOT DETECTABLE ELSEWHERE IN NAVY BLDG FREE 
SPACE OR POWER LINE COUPLED. 

8. NO SIGNAL DETECTABLE SECOND ELOOR, EUROPA HOTEL, 

ABOUT THREE HUNDRED YARDS AWAY. 

9. SIGNAL ON POWER LINE, IN SAME ROOM AND ABOUT ONE 
HUNDRED EEET AWAY EROM SUSPECT AMP PINNED STRENGTH METER 
OE MASON A-3, WITH 20 DB PAD INSERTED. 

10. RE PARA 4, REP A, DOES DEPT PREPER TUBE REMOVAL POR 
PREVENTION OF BREAKAGE WITH CONCOMITANT POSSIBILITY OF 
DISTURBING OSCILATING STAGE DURINQ CABINET DISASSEMBLY 
OR THAT TUBES BE LEPT IN SOCKETS? 

1 1 . RF EMISSION PROM AMP IS INTERMITTENT. IP RE NOT 
PRESENT WHEN AMP INITIALLY TURNED ON, CYCLING IT ON AND 
OPF ONCE BRINGS UP RE WHICH IS THEN EVIDENT ON VACUUM 
TUBE, TUNING-EYE TYPE POWER OUTPUT INDICATOR, LOCATED 
ON PRONT PANEL. 

12. SHIPPING DATA FOLLOWS WHEN AMP PACKED. 

13. DOES DEPT DESIRE 23 SECONDS OP SECRETARY'S REMARKS 
MENTIONED IN PARA 1 1 REP B? 

BREWSTER 
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